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The Honorable John E. Fogarty 
U. 3. House of Representatives 
Washington 2$, D. C. 

Rear Mr. Fogarty s 


Thank you for your letter of 6 March 1952. 

concerning the status of J~ 

for employment with this Ageney. 


, application ms iven careful 

consideration when he applied in P eptember 
Unfortunately, however, mo did not nave a suitable 
opening for him and he vae informed of this by our 
Personnel Office on 29 October 1951. Hia file was 
reviewed in November 1951, but the situation re- 
mained the same and he was so advised on 21 November 
19pi. 


in 


;>apere have again been reviewed 
X7Tro ux current vacancies and I regret to 

say that we still do not have a suitable opening 
for hira. 


STAT 


lour continued interest in the Central In- 
telligence Agency is greatly appreciated. 

Sincerely, 


SIGNED; 

-U B. smith 

Director 

WlPforzheimerjdpar*^ 

Signer - 2 

Personnel w/basic 1 j 

Mr. Pforzheimer .. „» 

Stayback - 1 -,.-o V" 
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